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FOR MUNITIONS CONTROL 

E.O. 11652: N/A 
TAGS: ESTC, MILL UK 

SUBJECT: EXPORT OF NIGHT VIEWER'S TUBES 
REF: (A) LONDON 09010; (B) STATE 152371 

1 . FURTHER INVESTIGATION OF ULTIMATE END USE OF IMAGE 
INTENSIFIER TUBES ORDERED BY RANK FROM VARO INC., RE- 
VEAL AS FOLLOWS: 

A. 500 MODEL 3603 25MM CHANNEL INVERTER TUBES - THIS 
ORDER HAS BEEN CANCELLED. 

B. 200 WAFER IMAGE INTENSIFIERS 18MM - THIS ORDER HAS 
BEEN CANCELLED. 

C. 1200 MODEL 8586 25MM 3 STAGE IMAGE INTENSIFIERS - 
OF THESE ORDERS: 

700 UNITS ARE FOR USE IN SURVEILLANCE AND WEAPON 
SIGHTS. END USER GOVERNMENT OF SAUDI ARABIA. 

300 UNITS ARE FOR USE IN VEHICLE SIGHTS. END USER 
GOVERNMENT OF BRAZIL. 

200 UNITS ARE PRESENTLY THE SUBJECT OF CONTRACT 
NEGOTIATIONS. THE REQUIRED INFORMATION CAN BE 
ADVISED WHEN THE TERMS OF THE CONTRACT HAVE BEEN 
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AGREED. 

2. EMBASSY WILL KEEP DEPARTMENT INFORMED OF FURTHER 
DEVELOPMENTS. 

BREWSTER 
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